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NOTIFICATIONS BY GOVERNMENT 





SOCIAL WELFARE DEPARTMENT 
(SER-I) 


RETIREMENT OF CERTAIN DEPUTY DIRECTORS, SOCIAL WELFARE DEPARTMENT 
ON ATTAINING THE AGE OF SUPERANNUATION OF (60) YEARS-DURING THE 
YEAR 2021. 


[GO.Rt.No. 478, Social Welfare (Ser-I), 23° December, 2020.] 


NOTIFICATION 


The below mentioned Deputy Directors of Social Welfare Department, 
working in the O/o Director of Social Welfare, A.P., Amaravathi shall retire from 
service on attaining the age of superannuation of (60) years. The officers are 
hereby permitted to retire from service without prejudice to the disciplinary cases / 
ACB cases /Enquiries / Audit objections if any, pending against him and also subject 
to the condition that the disciplinary proceedings instituted if any, shall continue 
against him under rule 9(2) of the A. P. Revised Pension Rules, 1980 ever after 
their retirement. 








Name of the Officer & Date of Birth Date of 

Designation Superannuation 
1 Sri V. Chakradhara Rao, Deputy | 01-02-1961 31-01-2021 

Director 

(SW) and presently working as 

PS to Govt. 

Whip, APLA, Amaravati 
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Name of the Officer & Date of Birth Date of 
Designation Superannuation 
2 Sri Y.Prasada Rao, Deputy 10-04-1961 30-04-2021 


Director (SW) 

presently working as Joint 
Secretary,APSWRIEs,AP, 
Amaravati 








3 Sri U.Prasada Rao, Deputy 05.06.1961 30.06.2021 
Director (SW), 
Chittoor District 

















The Director of Social Welfare, A.P., Amaravathi is requested to take further 
necessary action accordingly. 


B. RAJSEKHAR, 


Principal Secretary to Government (FAC). 
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